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Sterling Equipment Sales Discount 
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Laundry Parts 



In 1988 Sterling Phillips Sr, President of Sterling Equipment Company became a 
Distributor for Southern California. He opened his doors to the coin laundry business, 
becoming an industry success story. 

Our customer service and offerings make our customers stores a success. We want 
your business to succeed. We pride ourself on the relationships with our customers, 
peers and co-workers. 



Find coin laundry parts,Wascomat parts, used laundry equipment,american dryer parts, 
Find the best deals and top quality parts! 




Part # RB40C Analog Laundry Scale - Not Legal for Trade 

A basic mechanical 40 lb. capacity dial scale. Not legal for trade. Comes with a heavy- 
duty almond copolymer coated wire basket - built to last. 

Dimensions: 26 3/4"L x 20"W x 1 1 "D ( Basket Only) 

1 0 1/4" L x 1 0 3/4" W x 1 0" H (Scale Only) 

Part # RB40C 
Weight 21 .70 lbs 

Price $200.44 



Computers & Timers 



Part # 34601 P TIMER,115/60-LONG CYCLE 




Speed Queen Washer & Dryer Part #34601 P TIMER,115/60-LONG CYCLE - 
Speed Queen Commercial Washer & Dryer Parts 

Part # 34601 P 



Weight 



1 .00 lbs 



Our price: 



$52.00 



Part # 432 250201 VALVE,DRAIN OUTLET 3 M 

WATER OP GEN6 




Wascomat Washer & Dryer Part # 432 250201 VALVE,DRAIN OUTLET 3" WATER 
OP GEN6 - Wascomat Commercial Washer & Dryer Parts 

Part # 432 250201 

Weight 1 .00 lbs 

Price: $69.19 



For more information please 

visit 

http://www.sterlinqequipmentco.com 



